
USER'S MANUAL ADDENDUM 


AMERICAN POWER CONVERSION 


This UPS provides advanced lOBase-T network surge suppression as a standard feature through the modular connectors 
on the back panel. 
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280, 420 and 650 VA 



Input Circuit Breaker 


Output Power Input Power Connector 

1 000 and 1 400 VA 


To use this feature, connect lOBase-T network cables to the network surge protection sockets on the back of the UPS. 
Connect the line from the network to the IN jack. Connect the network interface on the computer or workstation to the 
OUT jack on the UPS with another cable (not supplied). The RJ-45 modular sockets accept all standard lOBase-T con- 
nections. 

This connection is optional. It is not needed to use the UPS. The network surge suppression feature is compliant with 
IEEE 802.3 specifications. Do not connect a TNV voltage as defined in EN41003 (telephone equipment) to these connec- 
tors. 
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